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AND EMBOFF, ECONMIN TRADE POLICY OFFICIAL KUEHN 
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CONCERN IN GERMANY. KUEHN EXPRESSED HOPE THAT THIS 
ISSUE COULD BE DEFUSED THROUGH BILATERAL DISCUSSIONS. 
TO THIS END, FRG EMBASSY HAS BEEN REQUESTED TAKE 
UP PROBLEM WITH USG. SUCH DISCUSSIONS WOULD 
HELP CLARIFY REASONS FOR ADOPTION OF OMFS STANDARDS 
IN US. (ALTHOUGH FRG HAS NOT TAKEN A POSITION 
AS YET, KUEHN WARNED THAT ADOPTION OF OMFS COULD 
BE CONSTRUED AS AN NTB.) BILATERAL DISCUSSIONS 
COULD ALSO EXPLORE POSSIBILITY OF MODIFICATIONS 
TO BOTH ISO AND OMFS STANDARDS TO MAKE THEM 
COMPATIBLE. KUEHN REFERRED TO RECENT ISO DISCUSSIONS 
OF THIS COMPATIBILITY PROBLEM AND THOUGHT THAT IT 
SEEMED POSSIBLE TO CHANGE TO SOME DEGREE THE PRESENT 
ISO STANDARDS. 

2. COMMENT: WHILE SOMEWHAT SURPRISED THAT FRG HAS 
OPTED TO PURSUE THIS ISSUE IN BILATERAL RATHER THAN 
EC CONTEXT, WE BELIEVE DEPT SHOULD TAKE ADVANTAGE 
OF THIS OPPORTUNITY TO EXPLORE POSSIBLE MEANS FOR 
RESOLVING COMPATIBILITY PROBLEM. FRG WOULD 
BE RELATIVELY SYMPATHETIC NEGOTIATING PARTNER. 
INTERESTED IN FINDINGASOLUTION AS QUICKLY AND 
QUIETLY AS POSSIBLE SO AS TO AVOID HAVING MTN 
DISCUSSIONS OFSANDARDS EMBROILED IN THIS PROBLEM. 
PLEASE INFORM EMBASSY ABOUT CURRENT STATUS OF 
OMFS PROPOSAL AS WELL AS JUSTIFICATION FOR 
ADOPTING OMFS IN PREFERENCE TO ISO STANDARDS. 

HILT .F.NBR AND 



LIMITED OFFICIAL USE 



NNN 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 




Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MACHINE TOOL INDUSTRY, EQUIPMENT, STANDARDS, OMFS-OPTIMUM METRIC FASTENER SYSTEM, NEGOTIATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 24 FEB 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BONN03081 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750065-0119 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750220/aaaaarku.tel 

Line Count: 89 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 BONN 2833 

Review Action: RELEASED, APPROVED 

Review Authority: GolinoFR 

Review Comment: n/a 

Review Content Flags: 

Review Date: 22 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 APR 2003 by ShawDG>; APPROVED <23 APR 2003 by GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: STANDARDS HARMONIZATION: FRG VIEWS ON OPTIC METRIC FASTENER SYSTEM (OMFS) 
TAGS: EIND, ETRD, GE, US 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 




